AERO Design Ltd. 
WORK ORDER 


WORK ORDER 


Date opened: 


Project: 
Type: 


Approval: 
Drawing List: 


2013-04 


25 February 2013 


Fixed Cabin Steps 
Eurocopter AS350/355 Sériés 


Batch Quantity: 
25 Short Fixed Step Ass'y 


SH09-38 
DCL827-13 


Fabrication and Assemblv Drawing(s) 
82715, Rev. 1 
82733, Rev. 1 
82734, Rev. 0 


Description 
Short Fixed Cabin Step Ass'y 
Short Cabin Step Parts 
Fixed Cabin Step Parts 


Complété material tracking information on attached pages. 


Work Order pre-completion Inspection: 


Project is on Approval Limitation Record: 
Document Control List revision level matches (or exceeds) SIC: 
Drawings revision levels match Document Control List: 


Purchase order or Work order source is recorded for each part/ass'y: 
Tests and inspections specifically called out on drawings are complété: 
Release tags associated with ail fabricated parts are attached: 
Ail mounting hardware and supplies are included: 


List ail non-conformities raised:_ 


Y_ 
Y_ 
Y 


Y_ 
Y. 
Y_ 
Y 


Welder Signature: 
Date: 


Inspecter Signature: 
Date: 


Approved Manufacturing Facility 73-04 
Proœss Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORK ORDER 


Drawing; 
Assembly; 


Qtv Par 


82715 
Revision 1 
82715-01 
Short Fixed Cabin Step Assembly 


Part # Description 
Material 
P.O./W.O. 
Checked 
25 total 
82715-01 
Short Fixed Cabin Step Assembly 
. 1 
78240 Step Extrusion 
. 1 
82733-03 Bushing 
6061-T6 Aluminum, 0.5 Rod 
9001 
.2 
82734-01 
Sheet 
2024-T3 Aluminum, 0.050 sheet 
12135 
. 1 
82734-02 Channel 
2024-T3 Aluminum, 0.050 sheet 
12135 
. 1 
82734-03 Cap 
6061-T6 Aluminum, 0.050 sheet 
12135 
. 1 
82734-04 Cone 
6061-T6 Aluminum, 3.25 Rod 
11027 
. 2 
82734-05 Angle 
2024-T3 Aluminum, 0.050 Sheet 
12135 
.2 
82715-09 Grip Tape 
3M Safety-Walk 
11091 
.16 
CR3213-4-02 
Blind Rivet 
13048 
.A/R 
MS20470AD4 
Rivet 
8106 


. 1 
82733-01 
Bracket 
6061-T6 Aluminum, 4 x 0.75 bar 
12136 
. 1 
82733-02 Bushing 
6061-T6 Aluminum, 0.625 Rod 
12101 


. 2 
AN4-42A 
Boit 
.4 
AN960-416 
Washer 
. 2 
MS21044N4 
Nut 
.2 
AN3-36A 
Boit 
.4 
AN960-10 Washer 
. 2 
MS21044N3 
Nut 


Processes 
Per 
Mat'Is Used 
Inspection 
Signature 
Welding 
Laser cutting 
Final Inspection 


AMS2685C 


Drawing 82715 


ER4043 Rod 
P012134 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Proœss Control Form 001 
10 May 2006 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39*^ Avenue NE, Calgary, Alberta, T2E 6R7 


6. Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


12. Remarks 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


S.Form Tracking No. 


5. Work Order/Contract/Invoice 


W02013-04 


11. StatusAA/ork 


New 


J 


13a. Certifies ttiat the items identified above were manufactured in 
conformity to 


□ 


Approved design data and are in condition for safe opération. 


Non approved design data specified in block 12. 


Sme 
ilarke 


13c. Approved Organization Number 


AMF 73-04 


13e. Date (dd/mmm/yyyy) 
13 June 2013 


CAR 571,10 Maintenance Release 


n Other reguiaïïan-soecified in block 1 


Certifies ttiat uniess otbsfwise specified in blocirf2,4ùêj^k identified m 
block 11anîUescfi^Sd in block 12, bas been performedirTcomoLance with 
nadian Aviation Régulations 
oved Qrganizatio 
ature 


e (dd/mmm/yyyy) 


Installer Responslbilities 


This certificate does not constitute authority to install. 
Installera viiorking in accordance with the nationai régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
. 
. „ r 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


I 
1. Approving Civil Aviation Authority/Country 


Transport Canada 
2 AUTHORIZED RELEASE CERTIFIGATE 
FORM ONE 


, 
4, Organization Name and Address 
AERO Design Ltd. -2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


.J 


6. Item 
7. Description 


Bracket 


8. Part Number 


82733-01 


9, Qty. 


1 


10. Serial/Batch No. 


N/A 


S.Form Tracking No. 


5. Work Order/Gontract/Invoice 


W02013-04 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to; 
^ 
Approved design data and are in condition for safe opération 


□ 
Non approved design data specified in block 12. 


13b. £ig/iitur 


1 Jfçf./N/Éime 
^Ciarke 


13c. Approved Organization Number 


AMF 73-04 


13e. Date (dd/mmm/yyyy) 
13 June 2013 


CAR 571.10 Maintenance Release 


□ Other regulàfîîm-soficified in block 1 


Certifies that uniess ottiejwtsrspecified in blocR-fir-ttiej^ identified m 
block 11aricUlescnEécl in block 12, has been performed irTcomnliance with 
adien Aviation Régulations. 
oved Organizatio 
ature 


e (dd/mmm/yyyy) 


Installer Responsibilitles 


This certificate does not constitute authority to Install. 
Installera working In accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, thetechnical record for the aircraft must contain an Installation 
certification issued in accordance with the applicabie national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^*^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusA/Vork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


13 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~l4a>-Q^CAR 571.10 Maintenance Release 


□ Other reguîafîïïn-specihed in blockj^^--^''''^ 


Certifies that unlessotJierwtsS'specified inbîoclrl-ïrJtigjwork identified in 
block 1 land-desCfiSédin block 12, has been performedlrTcofBpliance with 
Ibe-earfad/an Aviation Reguiations. 
^ 
^ 


13c. Approved Organization Number 


AMF 73-04 


"T^trr-SIgnati^ 
^— 
~T4crApp£oyed OrganizatioDJslwritiër^ 


Icj^^me 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
13 June 2013 
~T4dT-Naiîîe 
^ 
~T4er-Date_(dd/mmm/yyy^___.—-- ^ 


Installer Responslbillties 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued In accordance with the applicable national régulations before the aircraft may be flown. 


1, Approving Civil Aviation Authority/Gountry 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORMONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies ttiat ttie items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a:-~OCAR 571.10 Maintenance Release 
^ 


□ Other reguîàîîSrrspacifie^n blocM2'-''^ 


Certifies that uniessotjaefvvtsrspecified inbîocIrtSTiliej^k identified in 
block 11ancUescTibédin block 12, bas been performedlrTromplianc^Ith 
iiA-esfîaSian Aviation Régulations. 
—. 


13b. Sicfn^ury7 
^ 
M V/i, 


13c. Approved Organization Number 


AMF 73-04 


~T4trr-Signati£e 
~T4tr-Appio^d OrganizatiorjJilumtJSr 


13iJ^ime 
JéfT blarke 


13e. Date (dd/mmm/yyyy) 
13 June 2013 


~T4dr-Na£Qe 


Installer Responsibilitles 


This certificate does not constitute authority to install. 
Installers working in accordance with tfie national régulations of a country otfier ttian ttiat specified in block 1 must ensure that ttieir régulations recognize 
certifications from ttie country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, ttie technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/InvoIce 


W02013-04 


6. Item 
7. Description 


Bracket 


8. Part Number 


82733-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to; 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified In block 12. 


~T4ar-dLCAR 571.10 Maintenance Release 
^^ 
□ Other rejlïifîon-spacified^ blockJZ— 


Certifies that uniessottiepwtss'specified inbîociri^rititjwik identified in 
block 1 land-descriBédin block 12, has been performedirTcompliancejMth 
iSM-eanSdian Aviation Régulations. 
~~ 


13c. Approved Organization Number 


AMF 73-04 


~T4tr-S49tlâtj^ 
^— 
~T"4crWpptoyed Organization_N«mtJSr 


—Jy'îf7 
1^ A^me 
JefT^CIarke 


13e. Date (dd/mmm/yyyy) 
13 June 2013 
~T4d7-Nan3e_^ 
" "~T4er-Oalê_(^/mmm/yyy^____-—- ^ 


Installer Responsibilitles 


This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute Installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Auttiority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39*'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9. Qty 


1 


10. Serial/Batch No. 


N/A 


11. StatusA/Vork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


B 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4a7—tZL^R 571.10 Maintenance Release 
^ ^ 
□ Other regùl3îîSrr-spa£ified in blockJ2-—^ 


Certifies that unlessotfiBfwtse'spécified iribîoclrlir-ttigjjrork identified in 
block 11ancUestSlSedin block 12, has been performedTrTîWfnplianœ with 
ttie-Cafîad/ar) Aviation Requiations. 
— 


13b. Siga^ur&'N 
13c. Approved Organization Number 


AMF 73-04 


~T4tr-SigDâture 
^ 
~T4crAipp£oyed OrganizatioflJiumtjçr' 


I^^me 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
13 June2013 
~T4dr-Natï!e 
^ ^ '~T4B7-OatêWd/mmm/yyyy)^___--- 


installer Responsibllities 


This certificate does not constitute authority to install. 
Installers working in accordance with ttie national régulations of a country ottier ttian that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the appiicable national régulations before the aircraft may be flown. 


l 


1 


1, Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^'' Avenue NE, Calgary, Alberta, T2E 6R7 


6, Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


S.Form Tracking No. 


5. Work Order/Contract/Invoice 


WO2013-04 


11. StatusA/Vork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération 


□ 
Non approved design data specified in block 12. 


ISb.Sionétu 


ISp-Màme 
Jeff Clarke 


CAR 571.10 Maintenance Release 


□ Other regulafiSri-soecified in biock 1 


Certifies that uniess ottiewisg^ecified in bloclr-fSrltiêJ^k identified In 
block 11 and-descfiSéd in block 12, has been performedirTcomoliance with 
adian Aviation Régulations 
oved Organizatio 


e (dd/mmm/yyyy) 


13c. Approved Organization Number 


AMF 73-04 


13e. Date (dd/mmm/yyyy) 
13 June 2013 


Installer Responsibllltles 


This certificate does not constitute authority to instail. 
Installera working in accordance virith the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


vi 
i 
1 


1. Appr^jving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
2013 
Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bracket 


8. Part Number 


82733-01 


9. Qty. 


2 


10. Serlal/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the Items Identified above were manufactured In 
conformlty to: 
S 
Approved design data and are In condition for safe opération. 
□ 
Non approved design data specified in block 12. 


~T4ïh-~Q^_CAR 571.10 Maintenance Release 
^ 
□ Other regùiifiOrr-specifie^n blockJ2— 


Certifies that uniessotbeAvtsS'spéSfied inbîocR-lir-tlaej^k Identified In 
block lljflitdescrïBéci in block 12, has been performeTirTcorapliânœjAfith 
ibe-Caffad/an Aviation Régulations. 


1 
13c. Approved Organization Number 


AMF 73-04 


■ ^T4crVkpp£oyed OrganizatioaJslum^ 


• ""■ ■ ■ 
- 
13/jlî^e 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
13 June 2013 


"~T4dr-Narne 
^ 
^T4©r-Dalg_(dd/m mm/yyyy)^^,,-— 


Installer Responsibilities 


Ttiis certificate does not constitute authority to install. 
Installers working In accordance wltti the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements In blocks 13a or 14a do not constitute Installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification Issued In accordance with the applicable national régulations before the aircraft may be fiown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9. Qty, 


2 


10. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
CAR 571.10 Maintenance Reiease 


□ Other re^jliïîOTT-seecified in biock 1 
Approved design data and are in condition for safe opération 


□ 
Non approved design data specified in biock 12. 
Certifies that unlessottierwisS^pecified in bloctri-2T-ttie_^rk identified m 
biock 11anststescTibédin biock 12, has been performedlrTcomoliance with 
nadian Aviation Régulations 


oved Organizatio 
13c. Approved Organization Number 


AMF 73-04 


ature 
nature 


e (dd/mmm/yyyy) 
13e. Date (dd/mmm/yyyy) 
13 June 2013 
13(yN^e 
Jeff Clarke 


1 


Installer Responsibilitles 


This certificate does not constitute authority to instaii. 
Instaiiers working in accordance with the nationai reguiations of a country other than that specified in biock 1 must ensure that their reguiations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute instaiiation certification, in ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the appiicabie nationai reguiations before the aircraft may be fiown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/invoice 


WO2013-04 


6. Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


9. Qty 


2 


10 Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies ttiat the items identified above were manufactured in 
conformity to: 


K 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


~T4a^-CL.CAR 571.10 Maintenance Reiease 
^ 


□ Other reguiaîîdn-spepified in biockjLZ-—-^ 


Certifies that uniessoWiefwtsg'specified inbïoclri^rthêj^k identified in 
biock 11jnîUlesCfl6édin biock 12, has been performed7n~compJianc^ith 
tbe-esfiad/an Aviation Régulations. 
— 


ISb.Sioni^tuMi ^ 
13c. Approved Organization Number 


AMF 73-04 


^PttJT-Signature 
^^ 
~~PïcrWpa[oyed OrganizatiorLNumtjSr 


13/iKlame 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
13 June 2013 


^PtdT-NaiTie 
^ 
~T4eT-0ate^/mmm/yyyy)__,._..._--^ 


Installer Responsibllitles 


Ttiis certificate does not constitute auttiority to install. 
Instaliers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification, in ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the airoraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 
7. Description 


B racket 


8. Part Number 


82733-01 


9. Qty. 


2 


10. Seriai/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


^14»—nCAR 571.10 Maintenance Release 
^^ 


□ Other regùîiTîOrr-specihed in blockjL2— 


Certifies that unlessottteAvtsff'spécified inbîoclr+2T-ttiS.vwk identified in 
block 1 l^îîd-descrïSéd in block 12, has been performedltTcompllancewith 
ii»-esfiadian Aviation Régulations. 
" —— 


1 
13c. Approved Organization Number 


AMF 73-04 


~T4tJr-S4gûati^ 
^ 
'~T4crAppxoyecl OrganizatioQjJumbSF^ 


13/j!Ïsi^e 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
13 June 2013 
~T4it-Naiiie 
^" 


Installer Responsibllitles 
This certificate does not constitute authority to install. 
Instaliers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification, in ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9. Qty. 


2 


10. Seriai/Batch No. 


N/A 


11. StatusA/Vork 


New 


12. Remarks 


13a. Certifies ttiat the items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


~T4a^-ELCAR 571.10 Maintenance Reiease 
^ 
' 
□ Other regîjiiïiïsri-specifie^n blockJ2-— 


Certifies that unlessotJiBrwtsë'specified inbiocR~1-27-the^Awk identified in 
biock 11jnildescnBédin biock 12, has been performedliTtwn^ilianœwith 
tbe-Oarîad/an Aviation Régulations. 
— 


13b. ^nature ... 
Wrz/ 


13c. Approved Organization Number 


AMF 73-04 


^Rttjr-Sigriati^ 
— 
"Tîter-Appro^d OrganizabOD-Nambêr^ 


13dj^lMe 
Jeff dlarke 


13e. Date (dd/mmm/yyyy) 
13 June 2013 
^Rtdr-Naûie 
^ " ''Tzter-DateJdd/mmm/yyyyj^^,.^ 


Installer Responsibllltles 


This certificate does not constitute authority to install. 
Installers working in accordance with ttie nationai régulations of a country other than that specified in biock 1 must ensure that tfieir régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute instaiiation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the appiicabie national régulations before the aircraft may be flown. 


I 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Short Step Ass'y 
B 
racket 
Bushinq 


8. Part Number 


82715-01 
82733-01 
82733-02 


9. Qty. 


1 


1 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


13 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


■ ~î4a>nL.CAR 571.10 Maintenance Release 
^ 


□ Other regùIifîOrrspecifiedin blockJ2— 


Certifies that unless^ttjerwise'specified iribioctnîrlhew^ Identified in 
block 1 lanjljiescTiEédin block 12, has been performedlrTcompljanœwIth 
_ttie-ea7Tad/ar) Aviation Requiations. 
—— 


13b. Signature^ 
13c. Approved Organization Number 


AMF 73-04 


^Pttjr-Sigaature 
^ 
^r4tr-App£0^<^ OrganizatiorLNumtJgf' 


13d/)^e 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
29 July2013 


~~l4iiT-Na£ne 
"~T4B^Oale_(dd/mmm/yyy^___,_------''''^ 


Installer Responsibilities 


Ttiis certificate does not constitute authority to install. 
Installera working in accordance with ttie national régulations of a country ottier than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


V Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/invoice 


WO2013-04 


6. item 
7. Description 


Short Step Ass'y 
Bracket 
Bushinq 


8. Part Number 


82715-01 
82733-01 
82733-02 


9. Qty. 


1 


1 


1 


10. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies thatthe items identified above were manufactured in 
confomity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4aT-CLCAR 571.10 Maintenance Release 


□ Other regùlaffîm-specified in biocM2-—- 
^ 


Certifies that unlessottiefwtsS'specified inbioclr^^^Jljejjrark identified in 
block 11anftdesCfiBidin block 12, has been performedlrTcompliance with 
Jbe-earîad/an Aviation Régulations. 
_ 


13b. Sign^ure^ 
Êr^L 


13c. Approved Organization Number 


AMF 73-04 


'^Pttj-Signat^ 
^ 
^ ~T4cr-Approyed OrganizatioTLNwnbSF' 


13d/f^e 
Jeff ularke 


13e. Date (dd/mmm/yyyy) 
29 July 2013 


~T4dr-NaDTe 
—— 
~T4eT-OateJ^/mmm/yyyy)__...,.-------''^ 


Installer Responsibilities 


Ttiis certificate does not constitute authority to instali. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification, in ali cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 SO"" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération 


□ 
Non approved design data specified in block 12. 


"Tïtar-CL^R 571.10 Maintenance Release 
^ 
□ Other rejjliîi5n-spe£ified in block_jl2— 


Certifies that unlessotliefwise's^ified in biocR~t2r-ttie^rk identified in 
block 1 land-desCfiSédin block 12, bas been performedlrTcompliance with 
tbô-Sarîad/an Aviation Régulations. 
—— 
13b/lSic^turyO 
MfAJ 


13c. Approved Organization Number 


AMF 73-04 


~l4ljr-Sigfla^e 
^^ 
~74tr-App£0}^d Organizatiorj3Jufrttjsr' 


JenClarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 


~T4ch-Natne 
~T4e7-Date_(dd/mmm/yyyy)^___-— 


Installer Responsibilitles 


This cerfificate does not cônstitute authorlty to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not cônstitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39'*^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bracket 


8. Part Number 


82733-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items Identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération. 


Q 
Non approved design data specified in block 12. 


~T4ar-~Cl_CAR 571.10 Maintenance Release 
^—- 
□ Other regijïàfîOn-speci^ed in blockJ2— 


Certifies that unlessotbeAvfeS'spécified inbiocR~+2r4be_^rk identified in 
block 1 lajîiUlesCfiBédin block 12, has been perfomneTîïTcompiiance^with 
ib»-ôalîadian Aviation Régulations. 
" 


13c. Approved Organization Number 


AMF 73-04 


~T4tr~S4gagture 
^——' 
~T4t^-Appt2yed OrganizatioflJiUimtJSr^ 


13d/N^e 
Jeflr/Parke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 
~~T4dT-NanTe 
" ~~T4BT-Datg_(^/mmm/yyyy)____,- 
^ 


Installer Responsibilitles 
This cerfificate does not cônstitute authorlty to install. 


Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements In blocks 13a or 14a do not cônstitute Installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


4 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9. Oty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to; 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


"T43r-Q._CAR 571.10 Maintenance Reiease 
^ 
^ 


□ Other regùîàlîCn-specified in blockji^"'''^ 


Certifies that unIessottienMSS'spécified iribîocir-tST-thework identified in 
biock 11and-descïï6edin biock 12, has been performedTrTcomplianœ with 
Jbs-Oafîad/ar) Aviation Requiations. 
_ 
" Wrxi 


13c. Approved Organization Number 


AMF 73-04 


"TTttr-Signahjre 
^ 
~T4tr-Appioyed OrganizatioDJJurrrtJST' 


13d/N^e 
Jen Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 


^î4ch-NaiTie 
^Pter-DaleWd/mmm/yyyy)^,.,,,— 
' 


Installer Responsibilitles 


This certificate does not constitute authority to instali. 
Installers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In al! cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civii Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2012-45 


6. Item 
7. Description 


Pin 


s. Part Number 


69830-21 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


~T4ar--CL._CAR 571.10 Maintenance Release 
^^—" 


□ Other regLÎiiîiBri-speeified in blockJZ- 


Certifies that uniessotbBfwtsS'Tpecified in bîociniritlg,^rk identified In 
biock 1 land-descflBidin biock 12, has been performedlrTcomptiance with 
JiM-esnadian Aviation Régulations. 
13b. SigeaM^/^ 
W^/ 


13c. Approved Organization Number 


AMF 73-04 


T4tjT-Sigûature 
^—-— 
' "T4cr-Apfl£oyed Organization-NumtJST" 


77//// 
■ 
■ 
" 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 
~T4dr-Nacie__^ 
^ ^ ~T4er-Dalg_{^/mmm/yyyy)____^ 
— 


Installer Responsibilitles 


This certificate does not constitute authority to instali. 


Installers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their reguiations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute instaliation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national reguiations before the aircraft may be flown. 


o 


«o 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2012-45 


6. Item 
7. Description 


Knob 


8. Part Number 


69830-22 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


13 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


""Tîtar-CLCAR 571.10 Maintenance Reiease 
^ 


□ Other regLilàfîSrt-spacified in 


Certifies that unIessotfiefwtsS'spédfied iribiocR~t374be_work identified in 
biock llaniLdesCfibidin biock 12, bas been performedTrTcofnpJianc^ith 
ibe-CafTad/an Aviation Requlations. 


13c. Approved Organization Number 


AMF 73-04 


"T^tr-Signat^ 
——' '^RtCT-Appj^^d OrganizatioTLNumtJSr" 


13^N^e 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 


~T4ch-Na£ne 
"~T4eT-OateWd/mmm/yyyy) .,,-----'''^^ 


Installer Responsibilitles 


This certificate does not constitute auttiority to instaii. 
Instailers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


PO 13032 


6. Item 
7. Description 


Spring 


8. Part Number 


69830-23 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


13 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


"~T4a:—CI ^AR 571.10 Maintenance Release 
^— ' 
□ Other regùiiîîBrr-spesifi^ in 


Certifies that uniessotfierwise'spécified iribioclr-12r-ttigjwrk identified in 
biock 11andjJescfiBédin biock 12, has been performedlfTcomplianœ with 
i!a»-Qsfîa3îan Aviation Régulations. 
■ —— 
"Si&j 


13c. Approved Organization Number 


AMF 73-04 


~~T^ttjr-Signa^e 
^ 
"~TJhr-App£oyed Organizatjon-NumiJfff^ 


—"2^Mm 
— 
' 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 
^T4ch-Naji!e__^ 
^—" 
~TTteT-Oatê_(dd/mmm/yyyy)_____—-—' ^ 


Installer Responsibilitles 


ThIs certificate does not constitute authority to install. 
Instailers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


« 
o 
i 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORiZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/invoice 


PO 11062 


6. Item 
7. Description 


Screw 


8. Part Number 


69830-1032X3 


9. Qty. 


1 


10. Seriai/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


13 
Approved design data and are in condition for safe opération, 


□ 
Non approved design data specified in block 12. 


"T4ar-QCAR 571.10 Maintenance Reiease 
^^ 


□ Other reguîiîibrt-specified in block_1.2— 


Certifies that unlessotfifiAvtse'specified in blocirrtST-tbework identified in 
biock 1 land-descfiSédin block 12, has been performeTinT»mpliance with 
Jbs-eaTîad/ar? Aviation Recjulations. 
_ 


13c. Approved Organization Number 


AMF 73-04 


"T^ttr-Signa^e 
^^ 
^~T7te-Appjw«d OrganizatjoaJilumbSr' 


ISdJf^e 
Jen Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 
""TWr-Nacne 
^'~~T4B7-Oatê_(dd/mmm/yyyyl 
,_ 


Installer Responsibilitles 


Ttiis certificate does not constitute authority to install. 
Instaiiers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


A 
o 
§ 
I 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.FoiTri Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


PO 12094 


6. Item 
7. Description 


Nut 


8. Part Number 


MS21044C3 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a:—OCAR 571.10 Maintenance Reiease 
^ 
' 


□ Other regulifiOTr-spesified in blockJ,2^— 


Certifies that uniessotJierwisB'spécified inbiociri^,-ttiê_wrark identified in 
biock 11^QîLdescriBéd in block 12, has been performedlïTcofnpIiance with 
Iba-ea/îad/an Aviation Régulations. 
~—— 


13b. 
y 


! ( " 
^ 


13c. Approved Organization Number 


AMF 73-04 


~T4trr-SigQatj£e 
^ ' "~T4crApp£oyed OrganizatiorLNwmtjgT' 


13dJ^W/ 
Jefr Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 
"T^d^Alarne 
~~T4Br.Oate_(^/mmm/yyyy)___„^— 


Installer Responsibilitles 
This certificate does not constitute authority to install. 
Instaiiers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


5 
<1 
a> 
I 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


9. Qty. 


1 


10. Serlal/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a^~QCAR 571.10 Maintenance Release 
^^ 
□ Other regùîàîîSn-spefiifie^n blockJZ-^-'' 


Certifies that unless^tfierwtse^pécified iribioclrlôr-Uiewo^ identified in 
block llantUlesCfiSédin block 12, has been performedTfîT»f?^iIianc^ith 
ibs-CafiaS/an Aviation Requiations. 
—-—. 
13b/6ic^turX^) ^ 
mTaj 


13c. Approved Organization Number 


AMF 73-04 


~~î4tir-S4gûature 
^T4crApotoyed OrganizatigrLNumtJST' 


jmme 
JetîGlarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 


~^T4dr-NaiTie 
^ 
^TTter-Oatejdd/mmm/yyyy)^,.,,,...-----'''^ 


Installer Responsibilitles 


This certificate does not constitute authority to install. 
Installera working In accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2, AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39''" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bracket 


8. Part Number 


82733-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to; 


S 
Approved design data and are in condition for safe opération. 


r~l 
Non approved design data specified in block 12. 


"~T4ar-jn CAR 571.10 Maintenance Release 


□ Other reguiifibri-specifiedin blockjL2--—" 


Certifies that unlessotbeAvtsS'spécified inbioclr+2r4hSJ^k identified in 
block 1 laQfUlesCfîËédin block 12, has been performeTnTT^otïiplian^with 
^iSM-OSfTadian Aviation Régulations. 
' 
■ •mki 


13c. Approved Organization Number 


AMF 73-04 
Âill\ 
Jeflr/^arke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 
~T'4dT-Naiiie_^ 
~T4e:-Datg_i^/mmm/yyyy)____---—' 


Installer Responsibilitles 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9. Oty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12, Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12, 


"Tîfar-Q^CAR 571.10 Maintenance Release 
^ 
' 


□ Other regùiSïiîn-spaeified in blockjl2—— 


Certifies that unlessoOieAvtsS'specified iribiocIti^T-the^work identified in 
block 11anfUlesCfiSédin block 12, has been performeTirTcompliar^ with 
ibe-eaTiad/ar) Aviation Régulations. 
_ 


13c. Approved Organization Number 


AMF 73-04 


^Ttftr-Signa^e 
~T2to-Apptoyed OrganizatiooJJ«mt3Sf' 


13d/l^e 
Jerf Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 


"T^Wr-Nattie 
^T4er^)atij^/mmm/yyyy)____..----— 


Installer Responsibllltles 


Ttiis certificate does not constitute authority to install. 
Installera working in accordance witti ttie national régulations of a country other ttian that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'*^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2012-45 


6. Item 
7. Description 


Pin 


8. Part Number 


69830-21 


9. Oty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération 


□ 
Non approved design data specified in block 12. 


~~T4ar~QCAR 571.10 Maintenance Release 
^ 
^ 
□ Other regùliîiOn-spesyfied in blockJZ— 


Certifies that unlessotbeAvtse^pécified in biocR-+3r-tbg.^rk identified in 
block 1 larjd-desCfïBéd in block 12, has been performedlrTcompliar^ with 
JbA-BsrTadian Aviation Régulations. 
" 
^ 
13b. Sigea>(/e/^ 
13c. Approved Organization Number 


AMF 73-04 


~T4tjr-S4gnatiKe 
^ 
~T4cr-App£oyed OrganizatiotuNumtssr" 


Jefr Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 
"~T4ctr-Naoie_^ 
' ~T4Br-Datgj^/mmm/yyyy)_^_— 


Installer Responsibllltles 
This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39''^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2012-45 


6. Item 
7. Description 


Knob 


8. Part Number 


69830-22 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies ttiatthe items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4ar~C]CAR 571.10 Maintenance Release 
^ 


D Other regùliTîSrr-specified in biockjL2,—^ 


Certifies that unIessottiefwisS'specified in biocR~f3rtiiejTOrk identified in 
block 11jniUlestSTHedin block 12, has been performedlrTtwmpliance with 
Jbô-eafTaS/an Aviation Régulations. 
— 


Y/f] 


13c. Approved Organization Number 


AMF 73-04 


~T4tr-S4g£ia^e 
^^ ~T2te-Appigyed OrganizatiorLNufrtJëT' 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 


""Wr-Narne 
"~T4er-Datê_(dd/mmm/yyyy)___._.^— 


Installer Responsfbllitles 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other ttian that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Fonn Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


PO 13032 


6. Item 
7. Description 


Sprlng 


8. Part Number 


69830-23 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


1^ 
Approved design data and are in condition for safe opération, 


(m 
Non approved design data specified in block 12. 


""Ttar—CI _CAR 571.10 Maintenance Release 
□ Other rejjîifibn-spacified in 
" 


Certifies that unlessottiefwise'spécified inbIocin^rftlg,work identified in 
block 11and-etescrïBédin block 12, has been performedlrTcompllan^wIth 
itis-es7Tad/an Aviation Régulations. 
~~~ 
"W2C/ 


13c. Approved Organization Number 


AMF 73-04 


~T4tr-S1gQaU^ 
^ 
~~T4crTApp£gyed Organizatiota,Nufntier^ 


"— 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 
~~î4dr-Naiiie 
—■ — 
"~T4e:-Oatg_(^/mmm/yyyy)__—■ 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


PO 11062 


6. Item 
7. Description 


Screw 


8. Part Number 


69830-1032X3 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


K 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


■ Tîtar-CILCAR 571.10 Maintenance Release 
□ Other r^uîiîRm-spefiifie^in blocM^-----'''''''''''''^ 


Certifies that uniessotjjervvts&spécified iribîoclr^^TJhe^Aw identified in 
block 11ansLdest^îBedin block 12, has been performedTrTcomplianc^Ith 
Ibô-eafîad/an Aviation Requiations. 
— 


13c. Approved Organization Number 


AMF 73-04 


^Î4tn-Srgjiat^ 
^— 
^~T4crApfi£0}red OrganlzatiorUslttfnbëï^ 


JelT Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 


"T^dr-Nacne 
~T4eT-Batê_(^/mmm/yyyy)^_,,— 


Installer Responsibllities 


This certificate does not constitute authority to Install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39*'' Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


PO 12094 


6. Item 
7. Description 


Nut 


8. Part Number 


MS21044C3 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


f~l 
Non approved design data specified in block 12. 


~T4ar—n _CAR 571.10 Maintenance Release 
^ 


□ Other regùiiîîOrrspeÊified in blockji-^ 


Certifies that unlessotloeAvtse'specified inbioclrT2rillê.^k identified in 
block 11and-descriSédin block 12. has been performedTrn»mpliancewith 
Jbe-SaRad/an Aviation Régulations. 
^ 


13c. Approved Organization Number 


AMF 73-04 


~T4tï:-Signature 
" "~T4crApptoyed OrganizatioruNumtJSr' 


^/fj ^ 
13dJ^^I^ 
JefT CTarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 
"~T4dr-NaaTe_^ 
~~T4©T-Datg_(dd/mmm/yyyy)___._-— 


Installer Responsibllities 


This certificate does not constitute authority to install. 


Installera working In accordance with the national régulations of a country other than that specified in block 1 must ensure that theIr régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


A 
t 


1, Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~"T4a7--CL^R 571.10 Maintenance Release 
□ Other regùîàliSn-spefiifi^in blockJZ—^ 


Certifies that unlessottjerwtsg^pécified inbioclriSr^tiewor^ identified in 
block 11 andjiescfiBédin block 12, bas been performedlrTcomplianc^ith 
Ibe-OaTîid/an Aviation Requiations. 
'Wli. 


13c. Approved Organization Number 


AMF 73-04 


~T4tJr-SigDati^e 
^ 
^nttr-Approrod OrganizationJilumtsër' 


ff n II—^ 
13(/p^e 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
14 July 2013 


~T4clr-Naine 
^— 
~T4BT-DateJ^/mmm/yyyy)_^,..^ 


Installer Responsibllltles 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements jn blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


B racket 


8. Part Number 


82733-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


IS 
Approved design data and are In condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"Trtar—n CAR 571.10 Maintenance Release 
□ Other regùiàîïon-spacified in block_jL2 


Certifies that unIessotijeAvisS'specifîed iribiocir+2rttJa.work identified in 
block llarid-deserîBéd in biock 12, has been performedTrTTssnt^alianc^ith 
iho-esTîadîan Aviation Régulations. 
~~—^ 


13c. Approved Organization Number 


AMF 73-04 


"T^ttrr-Sigûat^ 
^^—' 
~T4Cr-Apptoyed OrganizatioQjJumtiSr' 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
14 July 2013 
~~î4dr-Naoie 
~T4er-OattJdd/mmm/yyyy)_____- 


Installer Responsibllltles 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


4 
t 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4a>TILCAR 571.10 Maintenance Release 
^ ^ 


□ Other regîïiàïiOn-specifiedin b\od^J2^^ 


Certifies that unlessotherwise'specified in biocin2T-the_^k identified in 
block 11 anjidescfiSédin block 12, has been performeTiïTcwfnpliance with 
jba-esFîadîan Aviation Requtations. 
^— 


13c. Approved Organization Number 


AMF 73-04 


~T4tjrSi9aature 
^— ^^RtcrApptgwd OrganizatiOTLNumtJëf^ 


Jeff Cfarke 


13e. Date (dd/mmm/yyyy) 
14 July 2013 


^î4iir4vlaoTe 
~T4Br-DateJdd/mmm/yyyy)_„.^ 
' 


Installer Responsibllltles 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


__J 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


9. Qty. 


1 


10. Serlal/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


CLCAR 571.10 Maintenance Release 
^ 
□ other regùIaïîCn-spa£ifie^n blockjL2— 


Certifies that uniess otbefwtsrspécified inbiocirlA-ltie^j^k identified in 
block 11ancUtescnSéd In block 12, bas been performedirnwmplianc^lth 
jbs-SaRad/^ Aviation Régulations. 
-~ 
"WT'li. 


13c. Approved Organization Number 


AMF 73-04 


~T4t3r-Stgaa^ 
^ 
"~T4tr-Appto^d OrganlzatiortNuflîbSr^ 


13c/|jl^e 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
14 July2013 
~T4tH4aine 
^ 
'"TîtBr-DateWd/mmm/yyyyl^,,,--^ 
^ 


installer Responsibllltles 


This certificate does not constitute auttiority to Install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements In blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 
7. Description 


Bracket 


8. Part Number 


82733-01 


9. Qty. 


1 


10. Serlal/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the Items Identified above were manufactured in 
conformity to: 


13 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4a:—m CAR 571.10 Maintenance Release 
^^ 


O Other regulSîïOrr-specifie^n blockJ2^-^ 


Certifies that unlessotioefwtsS'specified inbiocR-1^T4tie_work identified in 
block 11anpjiescriSédin block 12, has been performedTrTwmplianc^ith 
Iba-Caffad/an Aviation Régulations. 


13c. Approved Organization Number 


AMF 73-04 


"T^tr-Signati^ 
^ 
"~T4crTApptoyed OrganizatigcLNumtJST' 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
14 July 2013 
~~T4dT-Nanîe_^ 
^ 
' 
' 


Installer Responsibllltles 


ThIs certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified In block 1 must ensure that theIr régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


13 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~Tïtar-CL_^R 571.10 Maintenance Release 
^ 


□ Other reguiifRJTi-speafied in blockj.2—^ 


Certifies that unlessotberwrse'spécified iribîoclr^STttiewwk identified in 
block 11and-descfiSédin block 12, has been performedlrTcomplignce with 
iha-Raffad/an Aviation Régulations. 


13c. Approved Organization Number 


AMF 73-04 


~T4tr-Stgnati^ 
^ 
"~T4Tr-App£0^d OrganizatiOTLNumtJSF' 


^zà.djfj 
Jeff Cfarke 


13e. Date (dd/mmm/yyyy) 
14 July 2013 
"T4tlr-Natne 
^— " ~T4eT-Oate_(dd/mmm/yyyy)_____- 
^ 


Installer Responsibllities 


This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


Aero Design 


Parts Distribution Sheet 


Description: 
WO# 


From PO or WO # 
Quantity 
Description 
Part Number 
For WO # 


Approved Manufactuhng Facility 73-04 
Form 20.F.06 
Rev. Original 27 May 2013 


Quantity: 


PN: 


Aircraft: 


Description: 


Supplier: 


Color: 


WO#: 


Aero Design Ltd. 
9888 A Malaspina Rd., Powell River, BC 
V8A 0G3, 604-483-AERO (2376) 


1 


82733-01 
Eurocopter 
Model: AS350/355 


Bracket 
N/A 


White 


2013-04 
PO# 14050 


Quantity: 


PN: 


Aircraft: 


Description: 
Supplier: 


Color: 
WO#: 


Aero Design Ltd. 
9888 A Malaspina Rd., Powell River, BC 
V8A 0G3, 604-483-AERO (2376) 


1 
S2733-p^ 
Eurocopter 


Bracket 
N/A 


White 
2013-04 
PO# 14050 


Model: AS350/355 


Aero Design Ltd. 


9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info(a)aerodesign.ca 
AMF 73-04 
Nomenclature: S 
TEP /\SS y 
No. of pièces: 
Manufacturer: 
P 
F- 5 //? A/' 
. 
(y 
Part No.: V? 
f 
Sériai / W.O. No.: ^ 
/ A 
^ 
TTSN: 
/v/yf 
TSO: 
Ay / 
Â 
Rem.: 
mJA 
(0 
Work Order No.: p^/- ^ /O "i 
^ 
Remaining Tasks to be Performed: 
l/û AJP 


Signature: 
Date:^ 


Q) 
(/) 
,^ 7/'/'^ 
Lic.No./ACA 


Aero Design Ltd. 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Ph 


Q) 


CD 
0^ 
u 


Q) 
to 


one: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AMF 73-04 


Remarks 


^ 
Aero Design Ltd. 
^ 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: lnfo@aerodesign.ca 


AMF 73-04 


Nomenclature:. 
/fssy 
_ No. of pièces: 


Manufacturer: 
D D ^ 
S 
f (y /U 
ividiiUiciLiurt;! .yr 
1 ^ t/ ^ f ^ 
i 
Part No.: 
ûï 
Séria! / W.O. No.: 
u//< 
TTSN: 
^TSO: 
Rem.: 
"S 
Work Order No.: 
i20/ 3 
' 
<D 
Remaining Tasks to be Performed: 
AJ£>hJ 


Signature: 
Date:^:t- 7//5 
Lic.No./ACA A 


Aero Design Ltd. 
A 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodeslgn.ca 


AMF 73-04 
Nomenclature: S 
! 
E/^ A SS / No. of pieces;_ 
Manufacturer: /f É 
P £ 
S 
/ (y /\J 
, 
Q 
Part No.: 
1 /S- /^/ 
^rial / W.O. No.:_ 
TTSN: /?/ //? 
TSO: A/ /A 
Rem.: 
(0 
Work Order No.: .0^)/^ 
Remaining Tasks to be Performed: 
f\l f) AJ^ 
U 


L 
Signature: 
Date:^;^ 7/ / 3 
Lie. No. / ACA A D 


Q) 
{A 


Aero Design Ltd. 
9888 A Malaspina Rd. Powell River, BC, VSA 0G3 
/ —— 
r- 
rr\A AO'^ T5-70 T 
înfrt 
oarrvHocîon ra 
Ph 


Q) 


ns 
o; 
u 


0^ 
tO 


one: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AM 
F 73-04 


Remarks 


_ 
Aero Design Ltd. 
\y 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 


AMF 73-04 
Nomenclature: O 
'T£fi ,4.TJ-y _ No. of pieces:_ 
Manufacturer: 
D^S'/CS-AJ 
(y 
Part No.: 
y / f 
- Û / 
Sériai / W.O. No.: 
M //< 
^ 
TTSN: 
A^J l/\ 
TSO: 
fV/H 
Rem.: 
/V/A 
fD 
Work Order No.: ^ D / ? P 
'~f 
- 
^ 
Remaining Tasks to be Performed: 
A//)âJF 
•— 
S 
Signature: /é 
~Z ^ 
Date:^r ? /jJ 
Lic.No./ACA 


Aero Design Ltd. 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Ph 


jQ 
OJ 
a; 
u 
> 


Q) 


one; 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AMP 73-04 


Remarks 


. 
Aero Design Ltd. 
"Xy 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info(S)aerodesign.ca 
AMF 73-04 
Nomenclature: S TE f /iSS V No. of pieces:_ 
Manufacturer: 
P P 
ti 5 G f<J 
j 
(U 
Part No.: 
1 ) D ! 
Sériai / W.O. No.: 
/A ( 
t\ 
"p 
TTSN: /\i/n 
ISO: A/ / 
Rem.: 4///? 
OJ 
Work Order No.: 
D ! 
A - V A 
^ 
Remaining Tasks to be Performed: 
D fJE 


Signature: 
-— 
Date^^q^ -7 / 
> ? 
Lie. No. / ACA 
P 
P 


0^ 
to 


Aero Design Ltd. 
9888 A MalaspinaRd.Powell River, BC,V8A0G3 


Phone; 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AMF 73-04 


Remarks 
a; 


(U 
Q) 
u 


a; 


Aero Design Ltd. 
1^4 0 
\J 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 
y 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone; 604-483-2376 Fax; 604-483-2372 E-mail; info@aerodesign.ca 


AMF 73-04 
Nomenclature:, -5 / 
/iSS y No. of pièces: 
Manufacturer: /\ 
Û P E S 
f ô-hf 
. 
(y 
Part No.: 
t S'~ £> ! 
Sériai / W.O. No.: 
H / 
*0 
TTSN: 
A/ /£t 
TSO: 
A///) 
Rem.: A/ //^ 
(0 
Work Order No.: 
/ 3 
' 
Remaining Tasks to be Performed: 
hJû K) £. 
U 
> 


Signature: 
Date: 
7 /}3 
Lie. No./ACA ,/f P 


a; 
to 


a; 


(D 
OJ 
U 


Q) 
tO 


Aero Design Ltd. 


9888 A Malaspina Rd. Powell River, BC, VRA 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info(a)aerodesign.ca 
AMF 73-04 


Remarks 


Aero Design Ltd. 
r 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info(5)aerodesign.ca 


AMF 73-04 


Nomenclature: S'T 
/?5'.5 V 
No. of pieces:_ 
Manufacturer: 
/?P Jp^lSZ&AJ 
(U 
Part No.: 
J 1 
/ S 
- Û ! 
Sériai / W.O. No.: 
Pf /K "p 
TTSN: hJ />f 
TSO: /!/ / 
/f 
Rem.: A/ 
fD 
Work Order No.: 
/P /'3 DH 
a; 
u 
Remaining Tasks to be Performed: 
/OûAJ£. , 
L 


Signature:_ 
Date: 
7/,^^ 
Lic.No./ACA /f P Û'i 


0^ 
10 


Aero Design Ltd. 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Ph 


0^ 


(U 
a; 


Q) 
to 


one: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AMP 73-04 


Remarks 


A 


r/S) 


Aero Design Ltd. 


9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 


AMF 73-04 


Nomenclature: 5'TEP A 
/ No. of pièces: 


Signature: 
Date: 
?//J 
^ ^ 
P 


Manufacturer: /{B A£> P 
0^-5 / & AJ 
(y 
Part No.: ^.-2 IJ ^ P / 
Sériai / W.O. No.: 
^//n "ô 
TTSN: 
A/ /y'f 
TSO: 
4///f 
Rem.: A/J 
fO 
Work Order No.: 
(7o/ 3 
- 
JU 
Remaining Tasks to be Performed: 
f\}O k)E- 
U 
> 


a; 
to 


Aero Design Ltd. 
^ 
9888 A Malaspina Rd. Powell River, BC, VSA 063 


Q) 


(U 
Q) 
U 


01 
l/) 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AMF 73-04 


Remarks 


_ 
Aero Design Ltd. 


" x y 
9888 A Malaspina Rd. Powell River, BC, \/8A 063 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 


AMF 73-04 
Nomenclature: S T£f W. T-S / No. of pièces:. 
Manufacturer: A £ A O D B 
5" i 
^ 
(y 
Part No.: 
{ 
Sériai / W.O. No.: 
! 
K ^ 
TTSN: A/ 
TSO: A//^ 
Rem.: Af //I 
Work Order No.: .2/y / ^ û V 
^ 
RemainingTasksto be Performed: 
Â/OKJ 
•— 


tO 


Aero Design Ltd. 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Ph 


Si 
m 
Q) 
u 


Q) 
tO 


one: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AMF 73-04 


Remarks 


- 
Aero Design Ltd. 


9888 A Malaspina Rd. Powell River, BC, VSA 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 


AM 
F 73-04 
Nomenclature: S T 
ASS V 
No. of pieces:_ 
Manufacturer: 
pES 
/ <2>- f\/ 
(y 
Part No.: 
7/ T- /? ( 
Sériai / W.O. No.: 
JA /A" 
^ 
TTSN: 
TSO: 
/l/ //f 
Rem.: /l/ //? 
Work Order No.: SO /3 - O 
"Y 
Remaining Tasks to be Performed: 
l<JO KJ E- 
U 


Signature:, 
Date:^-;p7^ 7//J 
Lic.No./ACA ,/f 
7 


Q) 
{/) 


/S) 


Q) 


(U 
Q) 
U 


o; 


Aero Design Ltd. 
9888 A Malaspina Rd. Poweil River, BC, V8A 0G3 
Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AMF 73-04 


Remarks 


r> 
4 


1. Approvlng Civil Aviation Authority/Country 


Transport Canada 


2, AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Traoking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82716-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12, Remarks 


13a. Certifies that the items identified above vi/ere manufactured in 
conformity to: 
M 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data speoified in block 12. 


CLCAR 571.10 Maintenance Release 
^ 
□ Other reguiSBOn-spacifie^n 


Certifies that uniessotberwise'specified inbioctrtaT-ttie_^k identified in 
block 1 lanjUtesCTiHéd in block 12, has been performedTrTTwmplianc^ith 
iiM-esTmdian Aviation Régulations. 
— 


13b. Signa^re/-^ 
WCkJu. 


13c. Approved Organization Number 


AMF 73-04 


Tzttr-Sigaature 
. 
r^te-Appcgved OrganizatiooJslumt^sr" 


13^lj^e 
Jefr Clarke 


13e. Date (dd/mmm/yyyy) 
22 May 2013 
~T4d~Naii!e_^ 
^ 
' '~Tzte7-oatg_{^/mmm/yyyy)_^__^——■ 


Installer Responsibilitles 


This certificate does not constitute authority to install . 
Installers working in accordance v/ith the national régulations of a country other than that speoified in block 1 must ensure that their régulations recognize 
certifications from the country speoified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the airoraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the airoraft may be flown. 


1 
I 


' 1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9. Qty 


1 


10. Seriai/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13e. Certifies that thie items identified above were manufactured in 
conformity to: 


13 
Approved design data and are in condition for safe opération. 
□ 
Non approved design data specified in block 12. 


~Tnt»:—Q__CAR 571.10 Maintenance Release 


□ Other reguTàîiSn-spacified in blockjL2-——^ 


Certifies that unIessotJaeAvtsS'specified inbîocIr+ÏTJhe^^rk identified in 
biock 1 lanjtdescfîSéd m block 12, has been performedTrTcompiiar^ with 
Vaa-esnadîan Aviation Régulations. 


13c. Approved Organization Number 


AMF 73-04 


""TzUT-Signat^e 
^^ "~T4c~Appiwed OrganizatioB-NumtJëT' 


1 Sdj^Me 
Jeff Clarke 
13e. Date (dd/mmm/yyyy) 
22 May 2013 
"T^Wr-Naoïe 
^ 
~T4er-Oatg_(^/mmm/yyyy)___^ 
^ 


installer Responslbilltles 
This certificate does not constitute authority to install. 
Installera working In accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute instailation certification. In ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Itenn 
7. Description 


B racket 


8. Part Number 


82733-01 


9. Qty. 


1 


10. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


'~T'4a--0_^R 571.10 Maintenance Reiease 


□ Other reguîàîîîm-spaÊifi^ in blockjl2^^— 


Certifies that uniessotbeftVfsë'Tpécified in bloctr+Si-ttie^^rk identified in 
biock 11ajicUlescflBéd in biock 12, has been performeTîfTcompiiance with 
JJas-eana3ïan Aviation Régulations. 
' 


13b. 
13c. Approved Organization Number 


AMF 73-04 


"~T4trr-Srgriature 
^ 
~T4c-Appi:gyed GrganizatioiiNufïifJër' 


1^ k^me 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
22 May 2013 


"~T4cH4aiTie 
^ 
"~T4Br-Dale_(dd/mmm/yyyW,_.-----—^ 


installer Responsibilitles 


This certificats does net constitute authority to install . 
Instailers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


nr 


r; 


c:' 


-t 


71 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organlzation Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 
1. 


2. 
3. 


7. Description 
Short Step Assembly 
Bracket 
Bushing 


8. Part Number 
82715-01 
82733-01 
82733-02 


9. Qty. 


1 
1 
1 


10. Serial/Batch No. 


N/A 


11. StatusAWork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
confomnity to: 


[S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


CAR 571.10 Maintenance Release 
^ 


□ Other reguiàlRm-specjfied in block_12— 


Certifies that unlessotîjerwise'specified in bîoclc-12r4tjework identified in 
block 1 land-destSiSéd in block 12, bas been performedlrTcomplianœ with 
ibo-esnadian Aviation Régulations. 
~— 
"Iprï/, 


13c. Approved Organization Number 


AMF 73-04 


~T4t>r-Signati^ 
^ 
' ~T4crAppioyed OrganizatiorLNumlisr' 


IS^y/ne 
Jeff Clarke - AD02 


13e. Date (dd/mmm/yyyy) 
27 Jan 2014 
~T4dr-Natne 
^— ^T^er-Dattjdd/mmm/yyyy) 
,. 


Installer Responsibllities 
This certificate does not constitute autfiority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircrafl must contain an installation 
certification issued in accordance with the applicable national régulations before the aircrafl may t)e flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 
1. 
2. 
3. 


7. Description 
Short Step Ass'y 
Bracket 
Bushing 


8. Part Number 
82716-01 
82733-01 
82733-02 


9.Qty. 
1 


1 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


Black 


13a. Certifies ttiat the items identified above were manufôctured in 
conformity to: 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~l4a^--CLCAR 571.10 Maintenance Release 
^ 
□ Other regùiiliSrrspesafied in blockJ2—— 


Certifies that unless^tjierwise'spécified iribioSnSrJtiêwork identified in 
block11^rî!tdesCnBéd in block 12, has been perfbrmedTrîT»fBpliance with 
tbe-eafîad/an Aviation Régulations. 
13b. Siai^ure^ ^ y 
13c. Approved Organization Number 


AMF 73-04 


~T4t>r-Sigaature 
^^ "T^cr-Appcgy^ OfganaatioQjiunitSër' 


Jeff Clarke - AD02 


13e. Date (dd/mmm/yyyy) 
17 Feb 2014 
"T^cfr+ianje 
^ 
'^~T4Br-OaleJ^/mmmyyyyy)^_--—^ 


Installer Responsibilities 
This certificate dœs not constitute authority to install. 
Installera working in accordance witti the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


S- 
i 
:> 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Fonn Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 


1. 
2. 
3. 


7. Description 
Short Step Assembly 
Bracket 
Bushing 


8. Part Number 
82715-01 
82733-01 
82733-02 


9. Qty. 
1 


1 
1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remaries 


13a. Certifies ttrat ttie items identified above were manufactured in 
conformity to; 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4ar-~CIL.^R 571.10 Maintenance Release 
^ 
^ 


□ Other regùiilîert-specjfied in blockj^- 


Certifies that unless^ttierwise'specified in bîock-ISTttsework identified in 
block 1 lanîLdescfibéd in block 12, bas been perfonrnedTrTt»fnplianœ with 
Jtis-Sariadian Aviation Régulations. 
^^ 


13b. Signature 
Hj (X-L. ÂVii- 


13c. Approved Organization Numtrer 


AMF 73-04 


~T4tïr-SignatiKe 
^^ ^ ~T4tr-Apptoyed OrganizatiorLNumtjgT' 


13d/Name 
JëffClarke-AD02 


13e. Date (dd/mmm/yyyy) 
01 May 2014 
~T4d7-Natne 
^ 
^T4BT-DatgWd/mmm/yyyy)_^^—■ ' 


Installer Responsibilitles 


This certificate does not constitute auttiority to install. 


Installera working in accordance witti the national régulations of a country other than that specified in block 1 must ensure ttiat their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


Aero Design Ltd. 
^ 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info(S)aerodesign.ca 
AM F 73-04 
Nomenclature: S 
T ^P 
SS V No. of pièces: 
Manufacturer: /i E.Aû P£-S/S^A) 
qj 
Part No.: ^ 
ii '7 / S'' ! 
Sériai / W.O. No.: 
/K 
TTSN: 
,/i/ /,/! 
^TSO: A/Jjt 
Rem.: /jy/ 
Work Order No.: 
3.(^/3 -f)H 
Remaining Tasks to be Performed: 
f\J 0 
hJ 
U 


Signature: ^ 
^IglIdLUIC. 
' 
Date: 
7 
/f5 ^ 
Lic.No./ACA 
/ 


Q) 


Q) 


m 
Q) 
u 


QJ 
(/) 


Aero Design Ltd. 


9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AMF 73-04 


Remarks 


1. Approving Civil Aviation Authority/Country 


Transport Canada 
2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


6. item 


1. 


2. 


3. 


7. Description 


Stiort Step Ass'y 


Bracket 


Bushing 


12. Remarks 


8. Part Number 


82716-01 


82733-01 


82733-02 


9. Qty. 


1 


1 


1 


10. Serial/Batch No. 


N/A 


S.Form Tracking No. 


5. Work Order/Contract/Invoice 


W02013-04 


11. Status/Work 


New 


13a. Certifies ttiat ttie items identified above were manufactured in 
conformity to: 
CAR 571.10 Maintenance Release 


□ Other regùîàliOn-spepified in block 1 
Approved design data and are in condition for safe opération. 


Non approved design data specified in block 12. 
Certifiesthat unleM^ttiervwse'îpecified in blocir-tSTJtjework identified in 
blocklljnd-destJiBed in block 12, bas been perforrrredlrTcomplLance witti 
Jba-eaBad/an Aviation Régulations 
13b. Siqnature 
13c. Approved Organization Number 


AMF 73-04 


oyed Organizatio 


12&.JNarr\e 
JeffClarke - AD02 
13e. Date (dd/mmm/yyyy) 
16 Dec 2013 
gfdd/mmm/yyyy) 


installer Responsibilities 
Ttiis certificate does not constitute authority to install. 
««"S 
° 
=1^ I" 
do not constitute installation certification. In ail cases, ttie technical record for the aircrafl must contain an installation 
certification issued m accordance witfi tire applicable national régulations before the aircrafl may be fiown. 


Aero Design Ltd. 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 
/ 
^ 
r--... r-r\A An-, TTT> C 
.:l. 
r-o 
Ph 


0^ 


CD 
o; 
U 


Q) 
tO 


one: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AMP 73-04 


Remarks 


Aero Design Ltd. 
^ 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mall: info@aerodeslgn.ca 
AMF 73-04 
Nomenclature: 
/9SS Y No. of pieces:_ 
Manufacturer: /} ^ 
jPjE^S' f 
AJ 
^ 
Part No.: ^ 
J 7/ S- /P ^ 
Sériai/W.O. No.: 
/Y/A ^ 
TTSN: A/ //f 
TSO: // //f 
Rem.: f]/ J/j 
Work Order No.: 
/3 ~ 
(U 
Remaining Tasks to be Performed: 
SJû h/S 


OJ 
Signature: 
^ 
Date:^^:^ 
Lic.No./ACA 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


6. Item 


1. 


2. 


3. 


7. Description 


Short Step Ass'y 


Bracket 


Bushing 


8. Part Numt>er 


82715-01 


82733-01 


82733-02 


9. Qty. 


1 


1 


1 


10. Serial/Batch No. 


N/A 


S.Form Tracking No. 


5. Work Order/Contract/Invoice 


W02013-04 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that ttre items identified above were manufactured in 
confbrmity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


/jù)^ 


13d. Name 
Jeff Clarke - AD02 


13c. Approved Organization Number 


AMF 73-04 


13e. Date (dd/mmm/yyyy) 
03 Mar2014 


Maintenance 


D Other régula 


Certifies that uniess 
block 1 
- 
Aviation 


specified 
work identrfied in 
performedlPrcomoliance with 


ature 
oved Organizatio 


e(dd/mmm/yyyy) 


Installer Responsibilities 
This certificate does net constitute authority to install. 
SffiSbonsS thl^uït^rl'^ified^ 
® 
specified in block 1 must ensure that their regulations recognize 


rirtifilîlTUn 'o 
do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued m accordance with the applicable national regulations before the aircraft may be flown. 


0 
eu 
&n 


Aero Design Ltd. 


9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone; 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 


AM 
F 73-04 
Nomenclature:-5^ 
/9SS / No. of pièces: 
Manufacturer: /j^^û 
PES/û-A^ 
Part No.: ^{3?7/<3 ' 
ô ! 
Sériai / W.O. No.: 
^ 
f 
TTSN: 
A/ /4 
TSO: 
h// 
Rem.: jA 


0^ 


(U 
Work Order No.: 
,^Û/3~0'-4 
(Û 
Remaining Tasks to be Performed: fy)OhJF 
.hf 


Signature: 
^ 
DsXe: <:Zcf^ 
Lic.No./ACA /iPûi~ 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


I 4. Organizat 


AERO D 


on Name and Address 


esign Ltd. — 9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 


1. 


2. 


3. 


7. Description 


Short Step Ass'y 


Bracket 


Bushing 


8. Part Number 


82715-01 


82733-01 


82733-02 


9. Qty. 


1 


1 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies ttiat the items identified above were manufacturée! in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a?-~CL.C^ 571.10 Maintenance Release 
□ Other reguiitRm-specified in block_J2 -— 


Certifies that unleK^tberwisg'spédfied inbloarfS^tlig^rk identified in 
blockjnjnidescfiBéd in block 12. has been perforrrredlrTcorapliance with 
Ji3»-Gsfiadian Aviation Reaulations. 
^ 
13b. agnatur^ 
13c. Approved Organizatlon Number 


AMF 73-04 


~T4t>r-S4gaature 
"T^cr^Apptg^ Organizatiotx.Nufnbër' 


13(/f4^me 
Jeff Clarke - AD02 


13e. Date (dd/mmm/yyyy) 
03 Mar 2014 
~T4tK-Naiîîe 
^— ~T4BrOaleJ^/mmm/yyy^__^.^.^—^ 


Installer Responsibilities 
Ttiis certificate does net constitute auttiority to install. 
Installera wotking in accordance with the national régulations of a country other than that specified in block 1 must ensure that their regulations recognize 
certifications from the country specified. 
Statements in blo^s 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national regulations before the aircraft may be flown. 


. k 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Fonn Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 


1. 


2. 


3. 


7. Description 


Short Step Ass'y 


Bracket 


Bushing 


8. Part Numtier 


82715-01 


82733-01 


82733-02 


9. Qty. 


1 


1 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. RemarKs 


13a. Certifies that the items identified above were manufactured in 
confbnnity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a:—QCAR 571.10 Maintenance Release 
^ 
^ 
□ Other regùîiiiOn-spegfi^ in 


Certifies that unlessotjjerwisg'spécified iribio9n2rthe_wrk identified in 
block 1 lanidesCfiBéd in block 12, has been performedTrTcofnplianœ with 
Jhe-CafiadSn Aviation Régulations. 
_ 
V//. 


13c. Approved Organization Number 


AMF 73-04 


~T4tïrSigDgt;£e 
^ 
^ "~l4c:^Apptov^ OrganizatioQjJumtJgf^ 


Je# Clarke-AD02 


13e. Date (dd/mmm/yyyy) 
12 Feb 2014 
~T4ch-Naa3e 
^ 
"~T4BrOatgJdd/mmm/yyyy1 ,.^——^ 


Installer Responsibilitles 


This certificate does not constitute authority to install. 


Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


^fro-U 


1. Approving Civil Aviation Authority/Country 


Transport Canada 
2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


6. Item 


1. 


2. 


3. 


12. Remarks 


7. Description 


Short Step Ass'y 


B 
racket 


Bushing 


8. Part Number 


82715-01 


82733-01 


82733-02 


9. Qty. 


1 


1 


1 


10. Serial/Batcti No. 


N/A 


3.Form Tracking No. 


5. Work Order/Contract/Invoice 


W02013-04 


11. Status/Work 


New 


13a. Certifies thatttie items identified above wiere manufactured in 
oonfomnity to: 
S 
Approved design data and are in condition for safe opération. 
□ 
Non approved design data specified in block 12. 


13l^t^jgnature 
M 
1 WName 
lefr Clarke - AD02 


CAR 571.10 Maintenance Release 


□ Ottier regùiiïiOn-spes^ed in block 1 


Certifies ttiat unless^therwisrspecified in bTocirtôritjework identified in 
'''ock 1 l^jnd-descfîBid in block 12, fias been perfonriedlrrcomaliance with 
lad/an Aviation Régulations. 


ature 
oyed Organizatio 


g(dd/mmm/yyyy) 


13c. Approved Organization Number 


AMF 73-04 


13e. Date (dd/mmm/yyyy) 
11 Feb 2014 


Installer Responsibilities 
This certificate does not constitute auttiority to install. 
œSSion^S fheTuXTpe''cîeï.® 
^ 
'^at ttreir régulations recognize 


(\ûvk-. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 
2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Fomi Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


6. Item 


1. 


2. 


3. 


5. Work Order/Contract/Invoice 


W02013-04 
7. Description 


Short Step Ass'y 


Bracket 


Bushing 


8. Part Number 


82716-01 


82733-01 


82733-02 


S.Qty. 


1 


1 


1 


10. Serial/Batcti No. 


N/A 


11. Status/Work 


New 


V) 
ly 


li 


12. Remarks 


13a. Certifies ttiat the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


lâty^ame 
Jeff Clarke - AD02 


CAR 571.10 Maintenance Release 


□ Other regulifîîïn-specified in block 1 


Certifiesthat unless^ttjerwisë^pecified in blôSnSrdtigwork identified in 
block IJ^ansUlescnBed in block 12, bas lieen perforrnedlîfcofnoiiance with 
nadian Aviation Régulations. 


ature 
pyed Organizatio 


gfdd/mmm/yyyy) 


13c. Approved Organization Numtier 


AMF 73-04 


13e. Date (dd/mmm/yyyy) 
17 Jan 2014 


Installer Responsibilities 
Tftis certificate does not constitute authority to install. 
SISonsÏÏm fhe œuXTpe'cLf 
^ 
'«cognize 


V 
J 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4. Organisation Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


6. Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


12. Remarks 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


S.Form Tracking No. 


5. Work Order/Contract/Invoice 


WO2013-04 


11. Status/Work 


New 


13a. Certifies that the items identified above were manufactured in 
confomnity to: 


□ 


Approved design data and are in condition for safe opération 


Non approved design data specified in block 12. 


13b. Signature 


13^/r)|ame 
Jeff Clarke 
13e. Date (dd/mmm/yyyy) 
06 Jan 2014 


CAR 571.10 Maintenance Retease 


□ Other regulatîOn-soecified in block 1 


Certifies that unle^ottjerwisg'specified in blbarHMtiework identified in 
block Ijl^and-destSiBéd in block 12, has been perfomTedlrTcornoliance with 
nadian Aviation Régulations. 


gyed Organizatio 


ê(dd/mmm/yyyy) 


13c. Approved Organization Number 


AMF 73-04 


Installer Responslbllities 
This certificate does not constitute authority to install. 
SSonsîom fhe coXTpe" 
^ 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations tiefore the aircraft may tse flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 
2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4. Organization Name and Address 
AERO Design Ltd. - 9888A Malaspina Road, Powell River, BC, V8A 0G3 


6. Item 


LA 


7. Description 


Bracket 


12. Remarks 


8. Part Number 


82733-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


3.Fonm Tracking No. 


5. Work Order/Contract/Invoice 


WO2Q13-04 


11. Status/Work 


New 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


13b. Signature^ 
m c z/. 
13d( Name 
Jeff Clarke 


CAR 571.10 Maintenance Release 


□ other regùîàfitJn-speeified in block 1 


Certifies that unlessottienvise^pecified in biocinôrlUework identified in 
block 1 l^oîLdescfiBed in block 12, has been perfomîedTiTcoTOoliance with 
adian Aviation Régulations 


oyed Organizatio 


t(dd/mmm/yyyy) 


13c. Approved Organization Number 


AMF 73-04 


13e. Date (dd/mmm/yyyy) 
06 Jan 2014 


Installer Responsibilities 
This certificate does not constitute authority to install. 


Aero Design Ltd. 
^ ^ 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 


AMF 73-04 
Nomenclature: STJlP /j 5'S ^ 
No. of pieces:_ 
Manufacturer: 
)^AJ 
(y 
Part No.: 
S" ~ ^ / 
Sériai / W.O. No.: 
2 
TTSN: 
TSO: //M 
Rem.: /(/ 
^ 
Work Order No.: 
3L0 f3 ' 
Vi 
fU 
Remaining Tasks to be Performed: 
AJf) N 
Ê. 
U 
• 
H* 
> 


Signature: 
/^ 
<!^ 
Date: 
J? A ? ^ 
Lie. No. / ACA 
P 


a; 
to 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BG, V8A 0G3 


5. Work Order/Contract/invoice 


W02013-04 


6. Item 


1. 


2. 


3. 


7. Description 


Short Step Ass'y 


Bracket 


Bushing 


8. Part Number 


82715-01 


82733-01 


82733-02 


9. Qty. 


1 


1 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


Black 


13a. Certifies that the Hems identified abovevi/ere manufactured in 
confomiity to: 


1^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


CAR 571.10 Maintenance Release 


□ Other reguiàfîOirspecified in block 1 


Certifies that unlessotberwisS^pecified in blocR~t2,41]gwork identified in 
block lland-desCfiBéd in block 12, bas tieen performedlrTcomoliance with 
nadian Aviation Régulations. 


oved Organizatio 


e(dd/mmm/yyyy) 
13c^(9flme 
JeffClarke-AD02 


13c. Approved Organization Number 


AMF 73-04 


13e. Date (dd/mmm/yyyy) 
09 Apr 2014 


Installer Responslbllities 


This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with ttie applicable national régulations before ttie aircraft may be flown. 


1. /^pprovlng Civil Aviation Authoiity/Country 
2. AUTHORIZED RELEASE CERTIFICATE 
3.Form Tracking No. 


Transport Canada 
FORM ONE 


4. Organization Name and Address 
5. Work Order/Contract/Invoice 


AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 
W02013-04 


6. Item 
7. Description 
8. Part Numl)er 
9. Qty. 
10. Serial/Batch No. 
11. Status/Work 


1. 
Short Step Ass'y 
82715-01 
1 
N/A 
New 


2. 
Bracket 
82733-01 
1 


3. 
Bushing 
82733-02 
1 


12. Remarks 


CAR 571.10 Maintenance Release 


□ Other reguliBOn-seecifiecI In block 1 


13a. Certifies thatthe items identified above were manufactured in 
confbmnity to 
^ 
Approved design data and are In condition for safe opération 


□ 
Non approved design data specifled In block 12 
Certifies that unless^tfierwlsg^peclfled In bloan^rttjêwrk identified m 
block 11 anstdesiSiËéd In block 12. bas been performedlrTcomollance with 
nadian Aviation Régulations. 


oved Organizatio 
ature 
13c. Approved Organization Number 


AMF 73-04 


13b. Signature 


e (dd/mmm/yyyy) 
13e. Date (dd/mmm/yyyy) 
01 Apr2014 


IjO.name 
Jeff Clarke - AD02 


Installer Responsibilitles 


Tfils certificate does not constitute authority to Install. 
Installers working In accordance wIth the national régulations of a country other than that specified In block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the alrcrafl must contain an Installation 
certification issued in accordance with the applicable national régulations before the alrcrafl may be flown. 


1. Approving Civil Aviation Authority/Countiy 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Fonn Tracking No. 


4. Organizatlon Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BG, V8A 0G3 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 


1. 


7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


2. 
Bracket 
82733-01 
1 


3. 
Bushinq 
82733-02 
1 


12. Remarks 


13a. Certifies that the items identified al>ove were manufactured in 
conformity to: 


g] 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"T^tar-QCAR 571.10 Maintenance Release 
□ Other regùiilïOn-specifie^n blodçJ2— 


Certifies that unlessoftjerwisS'specified inbio3?~t3rJhejJ[^ identified in 
block 11^Od-desCTiBédin block 12, has been performedlrTcomplianœ with 
Ihe-Gaifïadîarj Aviation Régulations. 


13b. Signature 
#/^/. i^2. 


13c. Approved Organization Number 


AMF 73-04 


~l4tjrSigngture 
^ 
~T4crAppro^ OrganizatiotLNumbSr' 


13a/|iame 
Jeff Clarke - AD02 


13e. Date (dd/mmm/yyyy) 
01 Apr2014 
"T4ïh-Naa5e 
^— 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


0 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Fonn Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 


1. 


2. 


3. 


7. Description 


Short Step Ass'y 


Bracket 


Bushing 


8. Part Number 


82715-01 


82733-01 


82733-02 


9. Qty. 


1 


1 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


Black 


13a. Certifies that the items Identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safé opération. 


□ 
Non approved design data specified in block 12. 


~~î4a7—CLCAR 571.10 Maintenance Release 
^ 
□ Other reguiàfiOrr-spesjfi^ in blodtJ2— 


Certifies that unlessolhewisg'specified in bioat~13T4tie_^rk idenfrfied in 
block 11aiid-desral6éd in block 12, has been performedlfTcompliance with 
Jbs-6afia5ïan Aviation Régulations. 
~~~ 
— 
13b^^nati^ 
13c. Approved Organization Number 


AMF 73-04 


~T4t)r-Sigflati^ 
^^Tte-Approv^ OrganizatiocuNumtJgT' 


1 M.'Name 
JeffClarke-AD02 


13e. Date (dd/mmm/yyyy) 
02 Apr2014 
~T4ch-Nan!e 
^—' 
~T4Br^alêJ^mmm/yyy^^__^— 


Installer Responsibilities 


This certificate does not constitute authority to install. 


Installers working in accordance witti the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance vrith the applicable national régulations before the aircraft may be fiown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
' 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 


1. 


2. 


3. 


7. Description 


Short Step Ass'y 


Bracket 


Bushing 


8. Part Number 


82715-01 


82733-01 


82733-02 


9. Qty. 


1 


1 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarias 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


IS 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified In block 12. 


~T4ïh--CLCAR 571.10 Maintenance Release 
^^ 
□ Other regùiifiOTrspesjfi^in 


Certifies that unle^^theiwtsg^pecified inbiocR~f2T.ttiework identified in 
block1j_aniLdescriBéd in block 12, has been performedTfrcompJiance with 
Jba-Caïiarfar) Aviation Régulations. 
13b. ^i^ure 
ni 
. ^^0% 


13c. Approved Organization Number 


AMF 73-04 


~~T4br-Signa^e 
^——— ~T^tcrWppco^ OrganizatiotLNumtJgr' 


JeffClarke-AD02 


13e. Date (dd/mmm/yyyy) 
27 NOV2013 
^Î4ch-Natïîe 
^ —-— '~T4Br-OattWd/mmrtVyyyy)_____^—-—' 


installer Responsibllitles 
This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certffication issued in accordance with the applicable national régulations before the aircraft may be flown. 


0 


1. Approving Civil Aviation Authority/Counttv 
' 
Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
' 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 


1. 


2. 


3. 


7. Description 


Short Step Ass'y 


Bracket 


Bushing 


8. Part Number 


82715-01 


82733-01 


82733-02 


9. Qty. 


1 


1 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies ttiatthe items identified above wrere manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4ar-CL_CAR 571.10 Maintenance Release 
^ 
□ OtherregùiàfîOn-speyfi^in 


Certifies that unless^tberwisg'specified inbioanSrUlê^rk identified in 
block IJ^anjtdesCfiBéd in block 12, has been perforrnedTfTcofnplignœ with 
Jb»-Canad/an Aviation Régulations. 
13b. Signature 
13c. Approved Organization Number 


AMF 73-04 


~T4t>r-SigQa^ 
^ ^ ~T^te-Appi2>^ OrganizatiorLNumtJgr' 


13«^wme 
JeffClarke-AD02 


13e. Date (dd/mmm/yyyy) 
27 Nov 2013 
"~T4dr+latîîe 
^^—— ~~WB7-DatêMd/mmrn/yyyy)____..-^^'^ 


installer Responsibilitles 
This certificate does not constitute authority to install. 
Installers working in accordance witti the national régulations of a country other than ttiat specified in block 1 must ensure that their régulations recognize 
certifications from ttie country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flovm. 


Aero Design Ltd. 
f 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 


AMP 73-04 
Nomenclature:. Sr£/^ /9ssy No.of pièces: 
â—i 
Manufacturer: 
J? £ 
S 
/ G- AJ 
Part No.: ^2 
~) /.T ~/? / 
Sériai / W.O. No.: 
/K ^ 
TTSN: A/ //^ 
TSO: /X///} 
Rem.: /g///f 
CD 
Work Order No.: ,^0/3 
Q) 


RemainingTasksto be Performed: 


Date:^;p" y/^^ 
Lic.No./ACA 


Q) 
tO 


Aero Design Ltd. 


9888 A Malaspina Rd. Poweli River, BC, V8A 0G3 


Phone; 604-483-2376 Fax; 604-483-2372 E-mail; info@aerodesign.ca 


AMP 73-04 


Remarks 
o; 


(U 
a; 
u 


0^ 
A 


Aero Design Ltd. 
^ 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 


AM 
F 73-04 
Nomenclature: 
T 
No. of pièces; 
^ 
Manufacturer: 
D S 
/ ^ 
AJ 
. 
(y 
Part No.: 
- ^ 
/ 
Sériai / W.O. No.: 
^./À 
^ 
TTSN: 
TSO: 
//f 
Rem.: 
«J 
WorkOrder No.: 
^ 
^ O *-( 
Qj 


Remaining Tasks to be Performed: 


Signature: 
A 
Pf V 
Lie. No. / ACA 
Date: 
7// ? 


0^ 
wn 


Oï 
0^ 
u 


Q) 
to 


Aero Design Ltd. 


9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AMF 73-04 


Remarks 


Aero Design Ltd. 
r 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodeslgn.ca 
AM 
F 73-04 
Nomenclature: -5~T£ 
A SS X 
No. of pièces: 
I 
Manufacturer: 
PES/G-AJ 
. 
(y 
Part No.: 
Sériai / W.O. No.: 
^ 
/A 
^ 
TTSN: /!///? 
^TSO: 
Rem.: 
q 
Work Order No.: 
~ ^ V 
ÇU 
Remaining Tasks to be Performed: 
lUO AJ ^ 
U 


o; 
Signature: 
^ 
Date: 
7 
//:? ^ 
Lic.No./ACA 
D ^ 


A) 


0^ 


(U 
Q) 
u 


Q) 
tO 


Aero Design Ltd. 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AMP 73-04 


Remarks 


r 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3-Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


6. Item 
7. Description 


Short Step Ass'y 
Bracket 
Bushing 


8. Part Number 


82715-01 
82733-01 
82733-02 


9. Qty. 


1 


1 


1 


10. Serial/Batch No. 


N/A 


5. Work Order/Contract/Invoice 


WO2013-04 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies thatthe items identified above were manufactured in 
conformity to: 


□ 


Approved design data and are m condition for safe opération 


Non approved design data specified in block 12. 


CAR 571.10 Maintenance Release 
□ Other regulafiSn-soecified in block 1 


IScf. N^me 
Jeff Clarke 


13c. Approved Organization Number 


AMF 73-04 


Certifies ttiat uniess ottieAwtse's^cified in blocfrtaT-tbejfl^ identified in 
block 11 anfUtesCfîSéd m block 12, lias been performedlfTcotnaliance with 
Srîadian Aviation Régulations. 


13e. Date (dd/mmm/yyyy) 
20 Apr2013 


gjdd/mmm/yyyy) 


Installer Responsibilities 


This certificate does not constitute authority to install 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified, 
Statements in blocks 13a or 14a do not constitute installation certification, in ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown 


1 1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


9. Qty. 


1 


1C Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


H 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12 


"~î4a>~QCAR 571.10 Maintenance Release 
^ 


□ Other reguiaîiOn-spesified in blocMZ---''''''''''^ 


Certifies that unlessottieAvtsS'specified in bioclri^T4J:e_vwrk identified in 
block 1 l^nd-destnlEéd in block 12, has been performedlfTcompliance vvith 
Jhs-6af)a3/ar7 Aviation Régulations 
-— 


13b Signature yo 
■ 
icùi 


13c. Approved Organization Number 


AMF 73-04 


""Tïtr-Sigoature 
^ 
~~î4c~Appigyed OrganizatioiiMtfntsër' 


13cn«ame 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
20 Apr2013 


~~î4dT-NaiTie 
_ 
"~T4BT-DaieJdd/mmm/yyyyl _..^-—^ 


installer Responsibilitles 


Tfiis certificate does not constitute authority to install . 
Installers working in accordance witti the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 
d 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


B racket 


8. Part Number 


82733-01 


9 Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4ar—OCAR 571.10 Maintenance Release 
^ 
^ 


□ Other reguliïfi^yrr-spesified in blockjL2-—— 


Certifies that unlessgttierwise'specified irrbiocIri-2r-tt]e_work identified in 
block 11^DdjJescfîÊedin block 12, has been performeTirTcompliance with 
tbe-eaTîad/an Aviation Reoutations. 
^ 


13c. Approved Organization Number 


AMF 73-04 


~~T4t3-Signature 
^ 
"T^tcry^ppxoved Organizatioo-NwmtJST' 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
20 Apr2013 
~~T4d7-Najiie 
—— 
"~T2te—Dalê_{dd/mmm/yyyy)^_^—-—^ 


Installer Responsibilitles 
This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that theIr régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


V' 
vl 
o 


n 
o 
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1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9 Qty. 


1 


10 Serial/Batch No 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


H 
Approved design data and are in condition for safe opération 


□ 
Non approved design data specified in block 12, 


~~T4ar-~Q_^R 571.10 Maintenance Release 
^ ' 


n Other reguïiîîîm-specified in block_J.2— 


Certifies that uniessottiefwtss'specified irrbîocIr*t27-itiejwrk identified in 
block 1 laniLdescriSéd m block 12, has been performeTm~cofnpliar^vvlth 
ibs-6aria3/an Aviation Régulations. 
—.— 


13b Signature 
13c Approved Organization Number 


AMF 73-04 


~T4tr-Signa^e 
^ 
~T"4c~Apptoved OrganizatiooJslumtJër' 


ISo.^ame 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
20 Apr2013 


~T4ct>Natne 
~T4e>0atê_{dd/mmm/yyyy)^_^.— 


Installer Responsibilities 


This certificate does not constitute auttiorlty to Install. 
Installera working In accordance with tfie national régulations of a country other than ttiat specified in block 1 must ensure tfiat their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must oontain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


•-S4J 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^'' Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Short Step Ass'y 
Bracket 
Bushing 


8. Part Number 


82715-01 
82733-01 
82733-02 


9. Oty. 


2 
2 
2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


13 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~î4ïr^~QCAR 571.10 Maintenance Release 
^ 


□ Other reguliTiSTi-spagified in blockjl2^-—' 


Certifies that unlessothewwse'specified in bioclri^TJtiewmrk identified in 
block 11 and-desCfîEéd in block 12, bas been performeTirTTwmpliance with 
Ibe-OafTad/an Aviation Régulations. 
' 
^ 


13b. Siari^ture ^ /' 
wr£/. 


13c. Approved Organization Number 


AMF 73-04 


"T^ttrr-Sigûa^e 
^ 
~~î4cr-App:oyed OrganizatiooJ^lumtsëT' 


13/^me 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
20 Apr2013 
~l4dr-Naa]e 
~TTter-Date_{^/mmm/yyyy)__,,,-—' 


Installer Responsibllitles 


This certificate does not constitute authority to install. 
Installers working in accordance with ttie nationai régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute instaliation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to; 


H 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"fTta^-CLCAR 571.10 Maintenance Release 


□ Other reguliïïSrt-spacified in blocM2— 


Certifies that unlessotfiÊfwts&'spécified iribîoclr+SritiejA^k identified in 
block 11 and-descnSéd in block 12, has been performeTirrcompliar^with 
Ibs-earfad/an Aviation Régulations. 
' 
—— 
"Vly.i 


13c. Approved Organization Number 


AMF 73-04 


^Rftjr-Sigoat^ 
^^ 
~T2te-Apptoyed OrganizatioflJiUimtiSr 


13d/^^e 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
20 Apr2G13 


"T4tfr-NaiTTe 
^Pter-Dale^d/mmm/yyy^^, 


Installer Responsibllitles 


This certificate does not constitute authorlty to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


B racket 


8. Part Number 


82733-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the Items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération 


□ 
Non approved design data specified in block 12. 


—CI CAR 571.10 Maintenance Release 
^ 


□ Other regulàîibn-specified in blockj.2.—— 


Certifies that unlessottjerwfsg-specified inbioc)r+2r-ttie_wwk identified in 
block 1 lanfUtescfiBedin block 12, has been performSTrTcompliance with 
t!oj»-^SnaSian Aviation Reaulations. 
— 


13c. Approved Organization Number 


AMF 73-04 


~~T4tr-Sigriature 
^ 
~~T4CT-Apfitoy^ OrganizatiorLNumtsSr^ 


izi.mame 
Jerf Clarke 


13e Date (dd/mmm/yyyy) 
20 Apr 2013 
~T4dr-Na£ne 
^ 
"~T4Br-Oatg_(dd/mmm/yyyy)___ — 


Installer Responsibllitles 


This certificate does not constitute authorlty to install 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9. Qty. 
10. Serial/Batch No. 


1 
N/A 


11, Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération, 


n 
Non approved design data specified in block 12, 


^Ptêr^~CIlCAR 571.10 Maintenance Release 
^ 


□ Other regùîàïïîjri-&pe£ified in blockJZ-— 


Certifies that unlessotbefwtsë^pécified irTbioclrrtSrJlie^k identified in 
block 11and-destnvSédin block 12, has been performedlfTcompliar^with 
^o»-&Snadîan Aviation Régulations. 
—^ 


13b. Signature 
- / 
13c. Approved Organization Number 


AMF 73-04 


"~T4trr-Signature 
^—-- 
"~T4crTÛ,pP£aved Organizatiori_N«mt3Sr' 


13^/^ame 
Jeff Glarke 


13e. Date (dd/mmm/yyyy) 
20 Apr2013 


~T4d--Naiîie 
" 
^r4er-0ate_(dd/mmm/yyyy)_,...._----—^ 


Installer Responsibllitles 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39*'' Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2013-04 


6. Item 
1. 
2. 
3. 


7. Description 
Step Assembly 
Bracket 
Bushinq 


8. Part Number 
82715-01 
82733-01 
82733-02 


9. Qty. 
1 
1 
1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération 


□ 
Non approved design data specified in block 12 


~~T4a:—nCAR 571.10 Maintenance Release 


□ Other regLiiaflOrr-spesified in blockj.2— 


Certifies that unlessoUierwfsS'^pecified iribioclri-3r4tie_vwk identified in 
biock 11 aQjtdescrîHédin block 12, has been performedlrTcompliance with 
iiua-^SFiadian Aviation Régulations. 
'nra/- 


13c. Approved Organization Number 


AMF 73-04 


"T^tr-Signati^ 
^—-—■ 
~T4cr-App:oyed OrganIzatiori.NumtJSF' 


13d. M®e 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
20 Apr2013 
"~T4d7-NaDie_^ 
^ 
""~T4Br-OalgWd/mmm/yyy^____^ ^ 


Installer Responsibllitles 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute instaliation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


s 


1;. Approving Civil Aviation Authority/Country 


transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5 Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusAAtork 


New 


12. Remarks 


13a. Certifies thatthe items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4a7-~iri CAR 571.10 Maintenance Release 
^^ ' 
□ Other regùîiîîtm-spefiified^^n blockj^-^—^ 
^ 


Certifies that unlessotbeiwtse'spécified iribloclr-f2T-tl:ie_\jwk Identified in 
block lland-descfibédin block 12, has been performeïTfrcompligncewith 
Uie-6377ad/an Aviation Requiations. 
— 


13b. Signature ^ 
13c. Approved Organization Number 


AMF 73-04 


~T4t7r-Stgnati^e 
^— 
~T4CT-App£oyed Organizatiofljitumtjsr' 


13/4game 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
20 Apr2013 
^nWr-NatTie 
^ 
"~T!ter-OattJ^/mmm/yyyy)^__——- 
' 


installer Responsibilities 


Ttiis certificate does not constitute authority to install. 
Installera working in accordance witti the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In al! cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bracket 


8. Part Number 


82733-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4a^--CLCAR 571.10 Maintenance Release 
^ 


□ Other regtJiàriOtr^pecified In blockj.2.--^ 


Certifies that unIessottiefwtsÇ'specified inbiociri-2T-ttie_vwk identified in 
block ll^ntUlesCfîËidin block 12, has been performedliîTwmpiianc^ith 
ti»-esTia3îan Aviation Régulations. 


13b. Signa^re 


- 


13c Approved Organization Number 


AMF 73-04 


"~T4t7r-Stgûature 
^ '~T4cr7Appioyed OrganizatigDJ4«mtîSf^ 


/ //—^ 
13cvy^e 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
20 Apr2013 
"~T4dT-Narne 
^ 
""T^Br^iateWd/m mm/yyyy) 
' 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Auttiority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Atberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9, Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies ttiat the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


^T4ar~-CIL,CAR 571.10 Maintenance Release 
^ 


□ Other reguîiîîtJrrspecified in blockjtZ--— 


Certifies that unlessottiefwts6''spécified inbioctr-tSr-tiiewrark identified in 
block 11an£l..descnbéd in block 12, has been performedTînwnpliance with 
itie-€af1ad/an Aviation Régulations. 
_ 


13b. Siotiatuce 
13c. Approved Organization Number 


AMF 73-04 


"~T4tyr-Signature 
^ ^~~T4cr-App£oyed OrganizatioriJitumtjSr^ 


Jelf Clarke 


13e. Date (dd/mmm/yyyy) 
20 Apr2013 


"T^tPr-Narne 
^ 
^ 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


^0 
S 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02013-04 


6. Item 
7. Description 


Short Step Ass'y 


8. Part Number 


82715-01 


9. Qty 


1 


10. Serial/Batch No. 


N/A 


11. StatusAVork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


'~T4a-—D._CAR 571.10 Maintenance Release 


□ Other reguiiïTarrspeelfied in blockJZ-—— 


Certifies that unlessotfieAvtsë'specified inbîoclr43T4tie_wwk identified in 
block 11jndjSesChSédin block 12, has been performedlrTcomplianœ wIth 
Ibe-Carîad/an Aviation Requiations. 
^ 
^— 


13b. Sjorifi^re ^ 
y 
13c. Approved Organization Number 


AMF 73-04 


"~T4trr-S4gûa^e 
^ 
' ~T4crApp£0^d OrganizatiooJiumbSi^ 


13d^^e 
Jetf Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 


""T^dr-Narne 
^ 
~l7ter-Dale_(dd/mmm/yyyy)__.^.— 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installers working in accordance witti ttie national régulations of a country otfier ttian tfiat specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technicai record for the aircraft must contain an installation 
' certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bracket 


8. Part Number 


82733-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified In block 12 


~T4a-—CLCAR 571.10 Maintenance Release 
^ 


□ Other reglilaïïOTr-specified in blockjLi'-— 


Certifies that unlessotiiepwtsS'spécified inbïocirrt2r4bejwrk identified in 
block 1 lanîUtesCfîHéd in block 12, has been performeTlfrrt»mplianc^lth 
\ha-QSnadian Aviation Requiations. 
—— 


13c. Approved Organization Number 


AMF 73-04 


"~T4b—Signature 
^ 
^~~T4crVkpp£0yed OrganizatiOQjslumbSr' 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 
'~T4dr-NacQe_^ 
^—' 
"~T4B7-Oatg_(^/mmm/yyyy)____---^ 


Installer Responsibilities 


This certificate does not constitute authority to install. 
installers working In accordance wIth the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


¥ 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3,Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Galgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-04 


6. Item 
7. Description 


Bushing 


8. Part Number 


82733-02 


9, Qty. 


1 


10, Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4a--QCAR 571.10 Maintenance Release 
^ 


□ Other reguIifiOrr-specified in blocM2— 


Certifies that unlessotberwtsS^pécified in bîocR-liTJhewrk identified in 
block 11and-destSlBed in block 12, has been performed7lî7»mp]ianœ with 
Iba-Oariad/an Aviation Régulations. 


13c. Approved Organization Number 


AMF 73-04 


~T4b--Sl9£iature 
^^ ^TifcrAppjwed OrganizatioriJsUHïttJSr' 


Mame 
Jeff Clarke 


13e, Date (dd/mmm/yyyy) 
27 May 2013 
"~T'4d-NaiT!e 
^—— 
"~T4Br-DateJdd/mmm/yyyy)_.,^—-— 


installer Responsibilitles 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In all cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 
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@) BUSHING 
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SECTION A-A 


DCTAiLS PRIOR TO «CLOINO 


GP1KMM.: PART MAT K TURNCD OCMN M MtSlE AS iCIRATED 
@ STEP ASSEMBLY 


aA 
HR3213-4-02 
HUCKUAX RIVET (ALTERNATES 
A^ 
CR32I3-4-02 
CHERRYUAX RIVFT 
A/n 
liS2O470A04-9 
RIVET 


2 
82715-0» 
0» 
3M SAFETV-WALK TAPE «' «DE) 


2 
82734-09 
08 
MOU 


1 
82734-04 
07 
CONE 


1 
82734-03 
œ 
CAP 


1 
82734-02 
05 
CHANNEL 
2 
82734-01 
04 
8HEET 


I 
82715-03 
03 
BUSHING 
a/r 
78240 
02 
STEP EXTRUSION 
S 
82715-01 
01 
STEP ASSEMBLY 


01 
PART NO. 
ITEM 
DESCRIPTION 


QTY 
LtST OF MATERIALS 


BASC COOe 
UAHCTER 
REF. RAS 523 
«« «* 
r^MTO HEAO ftti aot 
C-COUNTERSUtK 


DASH WL FOR IXNCTH 


6ASIC cooes 
BO*MS20470AD 
e8-US20426AO 
ARN-CR3213 
ARM-CR3212 


NSTAU. NCR «n«T 
-4-'^ IKMOVE/REPLACE RISCT 


i EMSIMC R»CT 


E 
BURCOm 


16 UAR 2010 


UNLESS 01HCRWSE SPEOFIEO 
DIMENSIONS ARE IN INCHCS. 
TOlOiANCES ON: 
DECIMAIS 
ANGLES 
X.XX* ±0.010 
±1/2" 
x.K* 
±0.03 
x.x 
±0.1 


AERO DESIGN LTD. 


EUROCOPTIR AS350 & AS355 SERIES 
FIXED CABIN STEP 
SHORT STEP ASSEMBLY 


SHCET 
1 
OF 
1 
Al 
82715 
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PUr DRU. Mt 
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NOTES 
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NOTES 


1. REUO^ Aa SIWTS AND BREAK SHARP COGES. 
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